To:  communications@silverton.co.us[communications@silverton.co.us] 

From:  Griswold,  Hays 

Sent:  Fri  8/14/2015  7:56:54  PM 

Subject:  Gold  King  Mine  Operations 

EPA  Operations  at  the  Gold  King  Mine  will  continue  as  usual  with  water  treatment,  mine  adit  stabilization, 
mine  dump  stabilization,  and  site  winterization  all  being  planned  and  implemented. 

H.  Hays  Griswold 
EPA  REGION  8 OSC 

Sent  from  my  iPad 
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